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Health Certificate 
Novel Coronavirus test 2019 


This certificate has been granted to the person upon their personal 


request to whom it may concern and MOH is not responsible for any 


consequences resulting from this 


RA 


Aig) / inal lg 
Ansett) ihat ahad pits 
Republic of Iraq 
Ministry of Health/Environment 
Directorate of Popular Medical Clinics 
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Full Name 


Gender - Age 


Male - 30 


Ha g plu GASI aust!) 
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Registration No. 


Passport / ID No. 


152928 


A10321451 


Julai of 


Ai ail iäti 5) gall aby 


Date of report 


18- July-2022 
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Nationality 


IRQ 3 


Ania) 


A negative result does not mean not suffering from Covid 19 disease 
or its consequences, while a positive result means effective infection 
with the disease and infection with the emerging SARS-Cov.19, 
medical examination and patient medical history must be correlated 


SWAB test (2019-nCoV) 


WE CERTIFY THAT A SWAB from THIS PERSON 
is tested for COVID-19 BY (real time-PCR) , 
Result interpretation is 


iail Lain ul 96 g 19 ÅS G2 yay Glia atc (pint Y Awad! Aq iil 
apial) Lig 5S Cag ily Aula) Ga pally Aled) Alia) (pied dua gall, 
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(2019-nCOV) ~a yaad 

2 pal gaai ai ab oel gaiil iaa o) S93 
(Covid-19) 444: ( real time-PCR ) 
AMS aual iaaii ogy 


Negative Glas 6 


NO 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen ,and the concentration 
was lower than the sensitivity of the kit 


scan the Qr code by mobile camera app to check report validity 


Travel date changes is not out responsibility 
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Authorization 


HUSSAIN HAFEDH ALOMRAN 


M.sc. Microbiologist & Immunity 


